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NOTE 

UNLESS OTHERWISE SPECIFIED 
ALL RESISTORS IN jl I/4W (J) 

ALL CAPACITORS IN 50W.V. (J) 

POWER TRANSFORMER BLOCK r$ 

DIFERENT ACCORDING TO AREA SHOWN AS ABOVE 
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MOTE 

UNLESS OTHERWISE SPECIFIED 
ALL RESISTORS IN Ji l/4W(J) 

ALL CAPACITORS IN PF SOW.V.(J) 

ALL SPARK QUENCHERS IN O.ljH-I20.A./400 W.V. 
SPARK OUENCHERS CRI to CR8 SHOWN IN 
PARENTHESIS ( ) ARE LOCATED ON 
SYS-CON P. C. BOARD. 

MECHANISM BLOCK IS OlFFEREN 
ACCORDING TO AREA. 
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NO. 2-2 I480235A 
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